MORMON  TEMPLE 

St.  George,  Utah 
This    beautiful,     snow-white    Temple     is    the  first 
Mormon  Temple  to  be  completed  in   Utah.  Finished 
_c  and   dedicated   January    1,    1877,   having    taken  six 
o  years    to    build.    Pioneers    used    ox    teams   to  hau 
3  the   logs   and   timber  that   is   used   in   this  building 
from     eighty     miles    away.     It     is    constructed  of 
o  native  sandstone. 
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Color  by  George  McLean 


